ST. PAUL'S, THE "CROWN OF LONDON"

In this print we are shown the Reredos
(screen at the back of the altar) of St. Paul's
Cathedral, London. Thfe building is Britain's
best example of Renaissance architecture.

Here is the famous Cross of St. Paul's,
which was not completed until many years
after the cathedral was finished.   The ball
will hold at least ten people.
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In the crypt of St. Paul's Cathedral is the grave of Lord Nelson, as shown above.   The site
chosen is under the area of the dome.   The remains of our great sailor were enclosed in a coffin
made from the mainmast of a French battleship.   We call the masonry structure in the centre
over it a sarcophagus.   This one is constructed in the Italian style.
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